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CONFIDENTIAL STATE 243161 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, US, HU 

SUBJ: US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY - 
IL 1584 

REFS: A. COCOM DOC(73)2220 
B. OECD PARIS 31109 

IN REPLY TO UK QUERY REF. B, USDEL MAY STATE THAT US 
EXPERTS DOUBT THAT THE FULL 230 MHZ BANDWIDTH OF THE P6045 
PROBE IS REQUIRED, BUT POINT OUT THAT THE P6045 IS AN FET 
PROBE WHICH IS USEFUL IN MANY AREAS OF MEDICAL RESEARCH 
SUCH AS MEASUREMENTS ON NEURAL RESPONSES WHERE IT IS 
IMPORTANT TO AVOID DISTORTING THE WAVEFORMS BEING 
MEASURED. PORTER 
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Disposition Approved on Date: 
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